NCIDENT 



CHICAGO POLICE DEPARTMENT 

ORIGINAL CASE INCIDENT REPORT 

3510 S, Michigan Avenue, Chicago, Illinois 60653 

(f-'cr use by Police woosrtmeot Pe? 2 onrvat Only) 

CPD-U.38Jj{o/C3)-C] 


RD #: | HX25161 

EVENT#: 1412700205 

Csss 10 9€0!20t CASR2; 


IUCR: 0860 - Theft • Retail Theft 


Occurrence 1601 N Wells St 
Location: Chicago IL 

261 - Small Retail Store 


Beat: 1814 Unit Assigned: 1321R 

j RO Arrival Date: 07 May 2014 00:20 


1601 N Wells St 


j Contact Person 


Chicaoo, II 


Contact Person 




































































































































































































































































































































